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FROM MG E. R. THOMPSON, ACS I 
SUBJECT: GRILL FLAME (U) 

A. COORDINATION BETWEEN MAJ HAY, DAMI-ISH AND LTC WATT ADCSOPNS/ 

HUM I NT. 

1. (S/MOFOEN) EFFECTIVE 14 JAN 31, BY APPROVAL OF UNDER SECRETARY 
OF ARMY, INSCOM IS NOW THE ONLY ACTIVE OPERATIONAL GRILL FLAME (GF) 
ELEMENT IN ARMY. IN ORDER TO ENSURE A CONTINUED EFFECTI VF GF PROGRAM 
THAT ALLOWS MAXIMUM RESPONSIBI LITY /AUTHORITY TO INSCOM, PROGRAM MAN- 
AGEMENT FOR GF IS TRANSFERRED FROM OACSI DA TO CDR INSCOM EFFECTIVE 
THIS DATE. OACSI, DAMI-ISH WILL CONTINUE TO CLOSELY MONITOR GF, 

AND REMAIN THE ARMY FOCAL POINT FOR POLICY MATTERS, AND * HEN RE- 
QUIRED INTERFACE AT THE NATIONAL LEVEL. THE ACSI WILL CONTINUE TO BE 
INFORMED OF SIGNIFICANT GF ACTI ONS /DEVELOPMENTS AS REQUIRED. 

2 . (C) mpnoMMTTMn IMSCnM GF ELEMENT CONTINUE TO ENSURE ALL LEGAL/ 
MEDICAL HUMAN USE LSSUES ARE MET PRIOR TO CONDUCT OF ANY NEW GF INI- 
TIATIVES. FURTHER REQUEST CONTINUED CLOSE COORDINATION BETWEEN 
DAMI-ISH AND GF PROJECT OFFICER. REVW ON 31 MAY 99. 
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